ART. 51

EXAMPLE 3, VARIABLE RADIUS
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a value of 119.4 ft being found correct on the third trial. This procedure is
continued to the bottom of the dam, the results being as shown in Table 2
and Fig. 6.
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The masonry volume for Fig. 6 is about 82 per cent of that of the constant-
radius dam of Fig. 3. This type of arch dam is widely used for both cylinder-
theory and elastic-theory dams.